1 ) -23-200 t RCVD 


T^is reoon required Oy law (7 USC 2143) failure to report according to the regulations can 
'esuit in.3n Older to cease and desist and to he subject to penalties as provided for in Section 21 50 


See reverse side for 
additional information. 


Interagency Re 
0180.DOA-AN 


Qcv-' 

Recfcrt Control 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

32-R-0002 


CUSTOMER NO. 
799 


FORM APPROVED 
OMB NO 0579^036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name araAMress. as regisiereci mn USDA 
inc/ude Zip Code; 

INDIANA UNIVERSITY AT BLOOMINGTON 

I.U. RESEARCH PARK 

SUITE 109B 501 NORTH MORTON STREET 

BLOOMINGTON. IN 47404 

(812) 855-2356 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATlONSfsilesj 


See Attached Listing 


Psychology (Main Bldg & 13.th St.) 


urces (Chemistry & HPER 


Jordan Hall (Biology &Med. Sciences) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach aPMional Sheets 4 necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surger/. or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use cf appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explarjation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attact>ed to this report) 


TOTAL NO 
CF .AN'MALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending vetennanan for this research facility has appropnate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tnje. correct, and complete {7 U.S.C. Section 2143) 


g ' NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (^Type or Prinf) | DAT 


DATE SIGNED 


Al 

(AUG 91) 


PART 1 - HEADQUARTERS 








































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 32-R-0002 

Customer Number; 799 

Facility: INDIANA UNIVERSITY AT BLOOMINGTON 

i.U. RESEARCH PARK 

SUITE 109B 501 NORTH MORTON STREET 
BLOOMINGTON, IN 47404 
{812)855-2356 


ALL CAMPUS LOCATIONS 
819 N. FORREST AVE. 
BLOOMINGTON, IN 47408 




'.'^is 3 pc.'t IS required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

resu.; in an order to cease and desist and to be suoject to penalties as provided for in Section 2150. additional information. 0 180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
animal and plant health INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

32-R-0009 782 

FORM APPROVED 

0MB NO 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY iName and Address, as reg/stered with USDA. 
include Zip Co 

Methodist Research Institute 

1-65 '2! 21** Street, P.O. Box 1367 

Indianapolis, IN 46206 
(317)962-8558 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expen meniauon. or neia tor these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrstfesJ 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addSionat sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

S. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
expenmenls, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenmenls, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesihelic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenmenls, surgery, or tests. (An explanation of 
the ptocedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

0 + E) 

4. Dogs 



68 


68 

5. Cats 

11 


25 


36 

6. Guinea Pigs 





— 

7. Hamsters 





— 

8. Rabbits 





— 

9. Non-Human Pnmates 





— 

10. Sheep 





— 

11. Pigs 

1 


115 


116 

12. Other Farm Animals 





— 

Calf 



1 


1 

13. Other Animals 






Zebra Fish 

10 




10 













1 ASSURANCE STATEMENTS | 


1) Professionalty acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research fadlity. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This faafity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the tACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGN/ 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL TTvo** nr Printi 








APHIS ct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUv> 0 ■ f 


APHIS Form 7023 Site List 



































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 32-R-0009 

Customer Number: 782 

Facility; METHODIST HOSPITAL OF INDIANA, INC. 

DEPT. OF MEDICAL RESEARCH 
1701 N. SENATE BOULEVARD 
INDIANAPOLIS, IN 46202 
(317)929-8861 


METHODIST HOSPITAL OF INDIANA. INC. 
METHODIST RESEARCH INSTITUTE 
1812 N. CAPITOL AVE 
INDIANAPOLIS. IN 46202 


♦REVISED* 


APHIS Form 7023 Site List 
The following sites have been reported by the facility 


Registration Number: 
Customer Number: 
Facility: 


32-R-0009 

782 

METHODIST RESEARCH INSTITUTE 
CLARIAN HEALTH PARTNERS, INC. 
1-65 @ 21®^ STREET, P.O. BOX 1367 
INDIANAPOLIS, IN 46206 
317-962-8558 


METHODIST RESEARCH INSTITUTE 
1812 N. CAPITOL AVE 
INDIANAPOLIS, IN 46202 


ADD ONE ADDITIONAL SITE FOR ANIMAL USE: 

METHODIST RESEARCH INSTITUTE 
1800 N. CAPITOL AVE 
INDIANAPOLIS, IN 46202 



This 'eport is requireC by law (7 USC 2143) Failure to report according to the regulations can 
result n an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PmNT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
32-R-0010 


CUSTOMER NO. 
781 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
0M8 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRmT)] 3-2001 RCVO 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as regisierea wrfft USD A 
include Zip Code) 

BUTLER UNIVERSITY 
4600 SUNSET AVENUE 
INDIANAPOLIS. IN 46208 
(317)283-9769 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual researcn, testing, teaching, or expenmentation. or held tor these purposes. Attach acoitionat 
sheets if necessary ) 


FACILITY LOCATIONSfsrfes) 




REPORT OF ANIMALS USED BY OR UNDER COFfTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


S. Number of 
animals being 
bred. 

conditioned, or 
held for use m 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Cols. C • 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this anrwat report, in 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 2143} 



SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

‘fMof 


APHIS F vs FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 




























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Con'rol No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information 0i 80-DOA-AN 


1. REGISTRATION NO. 

32-R-0011 


CUSTOMER NO. 
780 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name ana Address, as registered with USDA. 
inciucle Zip Code) 

BALL STATE UNIVERSITY 
ACADEMIC RESEARCH S SPON. PRO. 

2000 UNIVERSITY AVENUE 
MUNCIE. IN 47306 


3. REPORTING FACILITY {List all locations where animats were noused or used in actual research, testing, teaching, or expenmentation. or held for these purposes Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


COOPER LIFE SCIENCE BUILDING 
MUNCIE. IN 47306 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7022A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, tasting, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


O. Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An etcplanation of 
the procedures pioducing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Cols. C • 

0 + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 
and following actual research, leaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summaiy of all the exceptions is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/02/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 80), which is obsolete 


PART 1 - HEADQUARTERS 































This report is required Dy law (7 USC 2143). Failure lo report according '0 the regulations can See reverse side for Interagency Reoort Control No 

result In an order to cease and desist and to be subject to penalties as provided for m Section 2130 additional information. 0130>DOA-AN 


1. REGISTRATION NO. 
32-R-0012 


CUSTOMER NO. 
790 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with USDA. 
include Zip Code) 

INDIANA UNIVERSITY KOKOMO 
2300 S. WASHINGTON STREET 
P. 0. BOX 9003 
KOKOMO. IN 46904-900 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes Attach additional 
sheets If necessary ) 


FACILITY LOCATlONSfsrfesJ 


INDIANA UNIVERSITY AT KOKOMO 
KOKOMO. IN 46904-9003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


B. Number of C- Number of 

animals being animals upon 

Animals Covered bred. which teaching. 

By The Animal conditioned, or research. 

Welfare Regulations held for use in expenments, or 

teaching, testing, tests were 

expertments, conducted 

research, or involving no 

surgery but not pain, distress, or 

yet used for such use of pain- 

purposes. relieving drugs. 


D. Number of animais upon 
which expenments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animais upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animais and for which the usa of appropnate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests, (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report.) 


TOTAL NO, 
OF ANIMALS 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquiiizing drugs, pnor to. duiing. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research faality. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the atiove is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print} 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replace* VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



























. A 1 1-2^-200 i RCVIJ 

This feoon is required 3y >aw t? USC 2143) Failure to report according to the regulations can ( See reverse side for Interagency Report Control No 

result n an order to cease and desist and to be subject to penalties as provided for in Section 219Q, additional information. 01 30-00 A-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 
32-R-0015 

CUSTOMER NO. 
788 

FORM approved 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

For the period October 1,2000 to 

September 30,2001 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA. 
irKlude Zip Code) 

INDIANA UNIVERSITY SCHOOL OF SCIENCE 

PURDUE UNIVERSITY-INDIANAPOLIS 

402 N. BLACKFORD STREET 

INDIANAPOLIS. IN 46202 
(317)274-0579 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSCs/fesf 


See Attached Listing 

Biology Department 


Psychology Department 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary arose APHIS PQRM 7023A ) 


Animals Covered 
8y The Animal 
Welfare Regulations 


8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expehn'ents. 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests, (An exp/anafron of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this repod) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

0 ♦£) 



1 2. Other Farm Animals 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing dnjgs. pnor to. during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facifity. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 


4) The attending vetennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

g,Q ''"CIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 (Replaces vs FORM 18-23 (Oct 88), which is obsolete PART 1 • HEADQUARTERS 

(AUG 91) 

















































APHIS Form 7023 Additional Reported Sites 

The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 
Customer Number: 
Facility: 


32-R-0012 

790 

INDIANA UNIVERSITY KOKOMO 
2300 S. WASHINGTON STREET 
P. O. BOX 9003 
KOKOMO, IN 46904-900 


Site B Animal Facility 
2300 S. Washington St. 
Kokomo, IN 46904 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR ^ 9 --1 

1 RE'G.STRATtCS NC. CUSTOMER NC. 


2. headquarters RESEARC.-l = AGILITY '.arra arp Pjp'aii a ?; fr«3 /. ..iC- 

iJNIVERSiTV CF NCTRE DAMS 

GRAC'uATS STUC'ES i RE3EARC-“ 

3Q2 AOWINiSTRATiON 

NCTRE DAME. IN Ae556 
;219'' o31-5Ce5 

3 reporting FACILITY ..ii ail cpal'cns .vnere 3.”'~3 s .ve'e nc-sec ^sep n aci'^ai reseaepn tesmg -saenne. or excer'—ema: pn or -sc ‘or mesa c-rooses Afa:- a::; :na 

3>'C£?-S 


FACILITY LCCATIONS'ires, 


See Attacnec 

Freimann Life Science Center 


1 


REPORT CF ANIMALS USED 8Y OR UNDER CONTROL OF RESEARCH FACILITY .Affsc-T snrs f r^cssssr, cr jse AP-:S FC/tV) 7c:jA 


■ A 

i A- mair .T," /erea 

: 5v ! ng Aiimta, 

j V.’f*''5ro Hggul.al ■zrs 

1 

i 

1 

1 3 . Numper of 
animals cemg 
preo. 

conoit o."ec. cr 
"eiO tor use -n 
teac"irg. test ng. 
excer'ments. 

rs search cr 
surqe'v out not 
yet useo for sucn 
2i--'CCS6S 

C. NohlOer Ot 
an .T3.S -CC.T 
v.n p"^ teac'ing. 
research. 

e.tOS':me-;5 -f 

tests •■■ers 
concucteo 
rvC'V’^'C 

use zf oain- 
ra.iemg o'.gs. 


E. Numoer zf an mais upon .'.r.cr teacn "g 

9xoer:me.-!s .-esearo.". surgery or tests .ve-e 

ic me animais aro ‘or .vr.ic- me .,se of ac:ro:r'=-.e 

aresthetic. analgesic, or t.'snou. •z-f'q O'wcs ••. 0 . 0 

■'ave a overset', aHectec me oroceo.res. -es. :s o‘ 

■nte'prstai on ot me leacnirc. -esearon. 
ex oe '■men's, surge"/, or tests (An excia.'a.’ 

ar’iniais ar-z me rsssers sue." cogs were re ^ss: 
must i? 3?f2c“ec to rh.'S .'erS'Ti 

j 

i "C'A.NC 

1 

! (Cc'S. c ♦ 

D • =1 

i 4 Oegs 

0 

0 

0 

0 I 0 

i 5. Cals 

. 0 . 

0 

0 

0 . 1 0 

1 6 Gu nea P'gs 

0 

0 

50 

0 1 50 

i 

1 7 Hamsie's 

8 

0 

4 

0 ! 4 

j 3. Rabons 

3 

29 

0 

0 i 29 

1 

j 5 Non-Hurrar; Primates 

2 

0 

0 

0 

2 

[ 10- S^sep 

0 

0 

0 

0 

0 

11 Pgs 

0 

0 

0 

0 

r— > 

0 

12. C'rer Farm Ar'imals 

0 

0 

0 

0 

0 







13 Ctlie.' Ahimals 














. . 


1 

] 








ASSURANCE STATEMENTS 


1) P'o'essionaily acoeciaoie sianca'ss goven'irg ine ca.'e. ireatp^ant. ar: use sf an'r^ais. i^crucir'g acc'Csnale use c' aresthet c. anaisas^c. anc i'ariqur'Zi'’g crucs. pf.c 13 ^ 3 u -"‘3 
nrc 'ciij'Aing actual 'esearcrt. leac^'rig. lestmg. surgery, cr 3x£er'n'er'!at;C'> ab's ;c isasp 5y this research fac: ity 


2 ) Lac’'' c'ii'c.pai 'f'vesiigatnr t^as conscerec a.terriaiives !3 pamtui cricecures. 

3 1 '■•■,5 > 3 c i;!v s aQiia'’:ng lo me siarSarjs ar-ej regulations uncer ’ne Act. and ;i r-as 'eou'rec mat exceol'cns lo the stanoa.'ds ana regu aliens ;» sseoAed and exSiar.ec oy 
r.t'rczs' 'I'.esligstor anc apcrcvea 3y me Irst'tui'onai Ar'..Tiai Ca's anc use Cen’m ttee ,lACUCV A sutrirnary of all the axceptioos is attached to this annua! report, n 
.rcs.icn *0 .oeniifving tr-e lACUC-sporovsc exceptions. th'S summary '-iciuces a f -ef exc arai.on c* me excepiiC'is. as ■•veil as me scecies a.'d '-umcer cf an.ma'S adapted 


a) 'ne siio'-c ng .etennsnan fer in s researen fac.'ily "as aocrcc'iaie aumc-ty ’o e"sure pro.isicn pf aceouaie .'aiernary care anc to o’.erses me aoecuacy cf erne' 
ascoris pi an rnni care a^C use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above true, ccr.'ect. ano coirciete (7 U.S.C. Sectior' 2143) 

SIGNATURE OF C-E O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type cr Pnn;) 

DATE SIGN 

'to 

& 


APHlii hUKM 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 38). which s obsolete 


PART 1 • HEADQUARTERS 





























































FEB-06-2002 13:57 B I ORESEftRCH 

Th b , m r.it 15 oy 31, ( ’ IJSC Fa lure lo reoort »ecofiiiiii :o ine r^guiwcr.*, can 

rar- ■! m in orae !o ccBSe ana ji»sisi ana •» Be subieci lo panaiiia: as proMiaeo lor in Secban Jtso 
irus DCPAftrMtNr 


S«» rosjrse siae *tf 
addiSarai rnfarmatiin. 


317 274 5415 P.03/03 

Inieraganey ftepen Conrei 
0*30.DOA.AN 



UNITLO 37Arf-:S DePAffTMtNr OP AGRICULTURE 
AMUAL AMD Pi. ANT HSAI.TH (NSPECTION SeRVtCE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYF£ Ofi PRINT) 


1. REGISTRATION NO, 

CUSTOMER NO. 


32-R-OOt8 

789 

FORM AP«>ROVtD 
0MB NO. 0S79 OC3B 


UtOUtK Zifi Co<t»f 


INDJANA university SCHOOl. CF DENTiSTRV 
11 21 W iLltCHlGAN STREET 
INDIAN/ POL IS. IN 46202 

<31/)27t-Se22 

J, REPOirnNG FACILITY (Liai alt .ocai«>ni -Aiefe awnals -ere ftousnd or usb.( in aciuai f»s« wen. tesPn^, leaching. oT oijierHTWAtaiion, v fwid (Sf tfiese cufsoses. AaatJ. adoioSna 


FACIUTY LOCATIONSr^if«sJ 


See Attached Listing 

Bioresearch Facility 




RERuirr OF ANIMALS u$eo ar 

OR UNDER CONTROL C 

F RESEARCH FAOUn 

(AlimJt adrfiin/tai sheets d rtectasary or use APHIS FORM 70224 ) | 

Animais Covered 

By The Apimal 

Weifa.'v Raguiaiione 

a. Number of 
erurt-.als being 
bred. 

conoitinned. o' 
neid tor use in 
learning, tesihg. 
erpe/lmenis. 
research, or 
surgery but not 
yet used lor such 
purposes 

C. Nwnner ol 
animals upon 
whrcli Icachittg, 
research, 
experiments, or 
lest* were 
conrlucted 
irtvMvdg no 
pen. dbireAS. nr 
(cwGfpatrv 
relievtng dnigs. 

O. Number of ansnats upon 
wnxh experiments, 
leaching, research. 

S(»'ge<v. or tests were 
conducted eivoiving 
acsMipenying pain or 
distraAS to ihe ananais 
arw for which sppropiraie 
anesthenc analgesic, or 
tranquilixing drugs were 
USiid. 

E. .Number of aniriaia upon Mfuch teectnng. 
experimeniA rcseerch, surgery or tests vwre 
coreucltd ihvetying accomperrying paiiror disiress 
to the ananas .aid tor which ihe use of appiopnate 
anestheiic.snvgasic. or iranqwlizing drugs would 
have adversely affected toe procedures, results, or 
imerpraialion of the teaching, resesreh. 
sxpanmervls, siagery. or tests. (An expiarMfion of 
l/ie p/ocerAwes pmdtUcirrg p jdr or d/sfress 'n fAese 
arwniifs anrff/sr reasonc such drugs were nor used 
tousi tie d/tacned fo rhis repodl 

f 

TOTAL NO 

Of ANiMAL3 

(Cols. C » 
0*E) 

4 Dogs 



39 



5. Calj 



38 



6 Gutirca Pigs 






7 Hamste/TV 






9. Kabbils 



2 



9. Non-Htiman Priiytates 






10, Shesp 






n.Pigs 






1 2, Other Farm Animals 












13 C(hPf Aoirnais 
























1 ASSURANCE STATEMENTS | 


1) Pio/asi^ally acoeoiablc siindanle goveininq <Be care, trealmeni. and us.i o< anunalv inciuding appropriate us« at Mmitiebc, anat^tsic; and iranquiliiing drug*, prior to, during. 
. and IntiotMing actual lereart^. if aciimg, lowing, swgory. 0 ' Aiicnrimantalion were lolowefl by iThs reaeardi Taciily. 


2) Eacll principal mvesiigalor has considered aitenuKNen 10 painful proceduros. 

1| This raciiily is adhervig to tho standards and regulations under the Act. ono it has raquirM Ihar escepiions lA ihe standards <md resiArtions Oe specified and exptaared Oy the 
prmaoai nvasiigator and approved by (he tnsiiulional Animal Gore and Use ConmHteR flACUC). a surranary of all the aacepllena ■» attached to ihie annual repon. In 
addition k) ideniifying the lACHC-apprnvcd escepitons. ihts summary mdudes a ortef onolanation of Ihe exceptions, as i««ii as (he species and number of animals attected. 


4) TTie allending veterinanarr for inis research tacllily has appropnata authonly 10 ensure the prpvislcin of elequate vetennatv cane end (0 oversee me adequacy ol other 
aspeos ol tinimal care and me. 


CERTJFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officsr or Legeily Responsible Institutional official) 

t cddify that the above •$ true, correct and complete (7 U.S.C. Section 2143) 

516NAT11BF np (*! P n OB iN.ATminONAL OFFICIAL 

NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or PffnI) 

DATE SIGNED 


APHIS FORM 7023 (Repiecea vs form t«-2j (Octal!), which is utMoieie PART 1 - HEADQUARTERS 

(AUG 91) 


TOTAL P.03 



















This report is required by law (7 DSC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for ^ 
additional information. 


Interagency Report Control No 
01 80-00 A-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

32-R-0019 778 

FORM APPROVED 

0MB NO. 057945036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

INDIANA STATE UNIVERSITY 

DEPARTMENT OF LIFE SCIENCES 

TERRE HAUTE. IN 47809 
(812) 237-2304 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATtONSfs^es) 


See Attached Listing 

1 . Science North 

2.8th Ave. Facility/ THCME 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACtUTY (Attach additional sheets if necessary or use APHIS FORM 7023A > 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenmen ts, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, atiaigesic. or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the pmcadums pmductng pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this repoh} 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

17 

5 

12 

0 

17 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 


















* 






ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and foltowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

nERTlFICATtON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


Officer or Legally Responsible Institutional official) 

bqvg.is true, correct, and complete (7 U.S.C. Section 2143) 


S 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


Nov 29, 

2001 


APHIS FORM 7023 (Replaces vs FORM 18.23 (Oct 88), which is obsolets PART 1 • HEADQUARTERS 
























1. REGISTRATION NO. 

CUSTOMER NO. 

32-R-0020 

784 


I iN-' 

This report is requireo by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Tnteragency Report Control No 

result an oroer to cease and desist and to be subject to penalties as provided for in Section 2150. ' additional information. Ot80-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY fWame and Address, as registered with USOA. 
include Zip Code) 

BIOANALYSTICAL SYSTEMS. INC 
10424 MIDDLE MT, VERNON RD 
MOUNT VERNON. IN 47620 
(812) 985-5900 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or expertmentalion. or held for these purposes. Attach additional 
Sheets if necessary.) 


FACILITY LOCATtONS^siifes) 


See Attached Listing 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result ^n an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addition^ sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, totting, 
experiments, 
researcri. or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
teste were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which expenments. 
leaching, research, 
surgery, or tests were 
conducted involving 

pain 

distress to the animals 
and for which appropriate 
anesthetic, anaigesic. or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropnate 
anasthetic.analgesic, or tranquilizing drugs would 
have adversely affected the orocedures results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 


(Cols. C + 
D > E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats. Including appropriate use of anesthetic, anaigesic, and tranquilizing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each princioal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by (he Institutional Animal Care and Use (Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the iACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennanan for this research facility has appropnate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of ammai care and use. 


CERTIFlCATtON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DAT 



Ahnio rs^iMtn ruAO 
(AUG 91) 


(Kepiaces va FORM 18-23 (Oct 88), which Is obsolete 


1 

PART 1 . HEADQU; 






























See reverse side for 
eddtiional information. 


This report is ’equired Dy law (7 USC 21431 Failure to reoort according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


Interagency Report Control No 
OiaO-DOA-AN 


k r UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO, 

32-R-0027 803 

FORM APPROVED 

OMB NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered vi/itn lSCA. 
inciode Zip Cade) 

INDIANA UNIVERSITY-SOUTHEAST 

4201 GRANT LINE RD. 

NEW ALBANY. IN 47150 
(812) 941-2200 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentahon, or held for these purposes. Attach additional 
sheets if necessary. ) 

FACILITY LOCA 

.TlONSfsifosJ 


See Attached Listing 


Life Sciences Building 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) j 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conduct ec 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animsis 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation sf the teaching, ressarch. 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were nof used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 
□ * E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. OtherAnimals FpOgS 


108 




Tadpoles 


136 



1 

Sprague Dawley 

Rats 


18 


18 

Rice Rats 

155 

227 

54 


436 

1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animels, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research fadtity. 


2) Each pnncipal investigator has considered alternatives to painful procedures. 


3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate vofennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTlFtCATtON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legalty Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143} 


MCIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orPnnt) 


DATE SIGNED 


(AUG 91) 


18*23 (Oct 88), which is obsolete 


11/27/01 

PART 1 - HEADQUARTERS 



































This report IS required by law (7 USC 2143) Failure to report according to the regulations can 
result in an orcer to cease and desist and to be subiect to penalties as provided for m Section 2150 


r. 

See reverse side for 
additional information 



Interagency Report Control No 
0180-DOA-AN 


UNITED states DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO. 

32-R-0029 25 

FORM APPROVED 

0MB NO 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

BAYER CORPORATION 

1884 MILES AVENUE 

ELKHART, IN 46514 
(219)264-8769 

3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 
sheets if necessary ) 

FACILITY LOCATIONSfsrfes) 

See Attached Listing 

RCVD 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets tfneces 

sary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

a. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

□. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the artimals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasorts such drugs were not used 
must be affached fo this report) 

F, 

TOTAL NO 

OF ANIMALS 

{Cols* C + 
D*E) 

4. Dogs 


8 



8 

5, Cats 






6. Guinea Pigs 






7, Hamsters 






8. Rabbits 


35 



35 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 






Goats 


19 



19 

13. Other Animals 
























ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, pnor to, dgnng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal Investigator has considered alternatives to painful procedures. 


3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the startdards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

ciiT^u ATI IDE c n ikicTiTMTirikj At 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 

DATE SIGNED 

ll-lh-Pl 


APHIS FORM 7023 

(AUG 91) 


(ffaplaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
























This "eDOft -s recuired oy 'aw (7 USC 21*431 Failure :o report acccrdir'g ;o '.he regulations can 
resu’’ “I an orce' to cease and oesis! and to be subject to penalties as bfovideo ter in Section 21 SO 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) . 




See .'O'yerce side for 
acdiiicnai mforrnation. 


Interagency Report Contrci No 
013C-0OA-AN 


1. registration NO. CUSTOMER NO. 

32-R-0034 766 

FORM APPROVED 

0MB NO 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with iiSDA. 

1 include Zip Code] 


HARLAN SPRAGUH DAWLEY, INC. 

1 P.O. BOX 29176 


INDIANAPOLIS, IN 46229 

1 (317)894-7521 



sneets if necessary.) 


See Attached Listing 


FACILITY LOCATlONS^Srfes; 


1 l-23<2001 RCVD 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Affacft aoaitional stteets if necessary or use APHIS FORM 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


a. Numper of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
e?tpenments. 
research, or 
surgery but not 
yet used for such 
purposes. 


Number cf 
animals upon 
which teaching, 
research, 
expen men IS, or 
tests were 
conoucted 
involving no 
pain, distress, or 
use of pam- 
reiieving drugs. 


Number of ammais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to tne animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 


Number of animais upon wnicn teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expfanat/on of 
the procedures producing pain or distress in tnese 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C ♦ 

D *5) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng. 
and following actual research, teaching, testing, surgery, or expen mentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be speafied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved excepitons. this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinanan for this research faality has apprepnate authonty to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify tfiat the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNatiirf dp r b n <*>b ipustiti iTtnwAi. OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orPnnt) 

DATE SIGNED 

//M / 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 

























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 

32-R-0034 

Customer Number: 

766 

Facility: 

HARLAN SPRAGUE DAWLEY, INC. 


P.O. BOX 29176 


INDIANAPOLIS, IN 46229 


(317) 894-7521 


LATHAM DRIVE FACILITY 
2826 LATHAM DRIVE 
MADISON. Wl 53713 



HOLTZMAN ROAD FACILITY 
-421 -MOlrT-ZMAN -RO: 
MADISON. Wl 53713 

2826 Latham 

Drive 

lfH©N-AV6-FA€4WTY 
-S4 m -DOMMONVW& 
-DiiBl:iNrVA-24084 

Closed 


BLUE MOUNDS FACILITY 
-16>362 €-eUNW TRtfNK 
MADISON. Wl 53517 

2826 Latham 

Drive 

SEMINOLE HWY FACILITY 
-3134 -St -S eMINOtE-HWY-r 
MADISON. Wl 53717 

2826 Latham 

Drive 

-LATJHAU DfUVE 
_382§4AT-HAW- BW-V& 
-MADISON-, -W I- S37T3- 

Duplicate 


^Se^lNOL-E-HWy-FACILTPjL 

-AL-t-BLtltDtNaS 

-MABISON-,-WI-S371-3 

Duplicate 


-BL-UE-MOONOS f AOMrlTY 
-10362 <XXW4TY-TRyNK-tD- 
-SL-UE- MOUNOS.-WF -5364-7- 

Duplicate 


-HObT-2MAN-ROA0PAGiyT¥ 
-424-HOLTZMAN-ROAO 
-MA6teOH,-WF -537 ta- 

Duplicate 


-OGM4NION-RGAe-l=AGttffy 
-BLHtEHNG^ei- 
-&49e-OOM INI ON-ROAD 
-D0&WN7VA-24G64^ 

Duplicate 



See reverse side for 
aCCitional nformation. 


Interagency Reocrt Centre: No 
0180-DOA-AN 


This report s required by i (7 USC 21431 Failure to report according to me regulations can 
r6‘-jii in an oraer to cease ind desist -’nd to be suoiect to penalties as provided for in Section 2 1 

! See reverse side for 

50. ' adCiliOnal nformation. 

Interagency Report Centre: No 
OtSO-DOA-AN 

UNITED STATES DEPARTMENT CF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . REG 1 STRATIO N NO . CUSTO MER NO . 

32-R-0035 765 

FORM APPROVED 

0MB NO. 0S79.CO36 

ANNUAL REPORT OF RESEARCH FACILITY 

(lyPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Adarass. as registered with uSDA. 
include Zip Code) 

HARLAN BIOPRODUCTS FOR SCIENCE INC. 

P.0, BOX 29176 

INDIANAPOLIS. IN 46229 
(317)894-7521 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmeniation. or held for these purposes, Attacn acoitronai 
sheets if necessary.) 


FACILITY LOCATIONSfsrfesl 


See Attached Listing 

n-23-2001 RCVO 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Atiac/J aamiona! sheets if necessary or use APHIS fORM 7023A ) 

A. B. Numoerof C. NumDerot 0. Number of animals upon E. Number of animals upon which teaching. F. 

animals being animals upon which expenmenis. excenments. research, surgery or tests were 

Animals Covered bred. which teaching, teaching, research. conducted involving accompanying pain or distress TOTAL .NO 

By The Animal conditioned, or research. surgery, or tests were to the animals and for which the use of approonate OF ANIMALS 

Welfare Regulations held for use in expenments. or conducted involving anesthetic.anatgesic. or tranquilizing drugs would 

teaching, testing. tests were accompanying pain or have adversely affected the procedures, results, or (Cols. C ♦ 

expenments. conducted distress lo the animals interpretation of the teaching, research, 0 * E) 

research, or involving no and for which appropnate experiments, surgery, or tests. (An explanation of 

surgery but not pain, distress, or anesthetic, analgesic, or the procedures producing pain or distress m these 

yet used for such use of pain- iranquilizing drugs were animals and the reasons such drugs were not used 

purposes. relieving drugs. used. must be attached to this report) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, inciuoing appropnate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng. 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 


2) Each pnncipai investigator has considered alternatives to painful procedures. 

3) This faDlity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
phncipal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the IACUC*approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected 

4) The attending veiennarian for this research facility has appropnate authonly to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is trvie. correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


PART 1 - HEADQUARTERS 






























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 32-R-0035 

Customer Number: 765 

Facility: HARLAN BIOPRODUCTS FOR SCIENCE INC. 

P.O. BOX 29176 
INDIANAPOLIS. IN 46229 
(317) 894-7521 


LATHAM DRIVE FACILITY 
2826 LATHAM DRIVE 
MADISON. Wl 46229 

VERONA FACILITY 

2049-SyGAR-fHVER-RGAB 2826 Latham Drive 
VERONA. Wl 53593 



Tfiis report -s required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subiect to penalties as provided for >0 Section 21 SO. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

10-24-2001 RCVD 


See reverse side ‘or 
additional information. 




REGISTRATION NO. 

32-R-0038 


CUSTOMER NO. 

1694 


Interagency Report Control No 
Oieo-DOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wrftr USDA. 
include Zip Code) 

PROFESSIONAL VETERINARY RESEARCH. INC. 

1328 WEST COMMERCE STREET 
BROWNSTOWN. IN 47220 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


' FACILITY LOCATIONSfs/fes) 





£>ui/usrc>kJ/U, Xo 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which leaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E, Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthelic.anaigesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Cola. C * 
0*E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnnclpal investigator has considered alternatives to painful procedures. 

3) This facility Is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is anached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adepuacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tme. correct, and compiete (7 U.S.C. Section 2143) 



cmKiATi IOC oc r* c rt no iMQTiTiiTiriMAi 


MAMB A riTi e rkc c n />d 


CVI-VI A I /^CCI/^lAi /~r.„ 


DATE SIGNED 


Arnio runnn ruAO 

(AUG 91) 


(Kepiaces vs nuNM 10-23 (Oct 88), which is obsolete 


ioiie>/c\ 

PART 1 • HEADQUARTERS 





















See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


This report is 'eguired bylaw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2t 50. 


UNITED states department OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY {List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


— FAClOT^tOCAIIpNSfstfes; 




1. REGISTRATION NO. CUSTOMER NO. 

32-R-O039 12271 

FORM APPROVED 

0MB NO 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wfth USDA, 

I include Zip Code) 


ROSE-HULMAN INSTITUTE OF TECHNOLOGY 

5500 WABASH AVE 


TERRE HAUTE, IN 47803 

I (812)872-6033 




No animals housed/used during 2001 fiscal ye 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY fAffaCh sdditional sheefs if necessary or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
axpenments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropnate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, an algesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cals. C *■ 

conducted 

distress to the animals 

interpretation of the teaching, research. 

0 + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (Art explanation of 


pain, distress, df 

anesthetic, analgesic, or 

the procedures pmducing pain or distress in these ; 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were rtof used 


relieving drugs. 

used. 

must be attached to this report) i 




ASSURANCE STATEMENTS 


t) Professionally acceptable standards governing the care, treatment, and use of animals, including approphate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility <5 adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennanan for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

riONAL^FFICIAL | NAMF A TITI F OF r F n (TR IMSTITI ITinNAI OPFirtAI 7T^/ru> nrPnnfl I DATE SIGNED 


i^wrvm 

(AUG 91) 


jnepiaues VS FORM 18-23 (Oct 86). which is obsolete 


10/4/01 

PART 1 - HEADQUARTERS 


(b)(6), (b)(7)c 




















This reoori is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


. 'X ^ 

' See reverse side for 
“ additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PL4NT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

32-R-0040 


CUSTOMER NO. 

15073 


Interagency Reoort Control NcT 
0130-0OA-AN 


FORM APPROVED 
OM8 NO. 057943036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wirft USD A. 
inc/ude Zip Code3 

EVANSVILLE CENTER FOR MEDICAL EDUCATION 
8600 UNIVERSITY BOULEVARD 
EVANSVILLE, IN 47712 
(812)464-1831 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentalion. or held for these purposes. Attach additional 
sheets if necessary. ) 


FACILITY LOCATlONSrsrfes; 



Health Professions Building Rms. 3088-3096 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Atlsch additional sheets if necessary or use APHtS FORM 7022A ) 


B. Number of 
animals being 

Animals Covered bred. 

By The Animal conditioned, or 

Welfare Regulations held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of animals upon 

E. Number of animats upon which teaching. 

F. 

animals upon 

which expenmerts. 

expenments. research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO 

research, 

surgery, or tests were 

to the animals and for which the use of apprcpnate 

OF ANIMALS 

exoenmenls. or 

conducted involving 

anesthetic.anatgesic. or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C *■ 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) | 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as wait as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspeas of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaliy Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

NSTITUTIONAL OFFICIAL 

MAMF A TITt F OP O P n DR IMRTITI ITtOMAI OPPiriAl rTi/n^ or Pnnt) 

DATE SIGNED 

Wjc/n/ 


. „ (Replaces VS FORM 18*23 (Oct 88), whi PART 1 - HEADQUAi^feRS 

(AUG 91) 



























Tf'is. reocrt IS re<jb''’ed Oy 'aw ; i USC C143; Failure fo report acccrOing to tr.e regulations can 
result n an oroerto cease ana aesist ano to be SuCiec: to oenaities as proviced for n Section 2150^ 


See reverse side ‘or 
aactiticnai ■ntcmaticn 


jNiTEQ STATES CEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. registration no. 

32-R-C003 


CUSTOMER NO. 

770 


Page 1 of 6 

Inieragercy Reccrt Contrci No 
0130-CCA-AN 


FORM APORCVEO 
CMBNC ■:;7s-:c2s 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Narre ara Acaress. as regrsferea .v-rn 
include Zo Cade) 

ELI LILLY AND COMPANY 
LILLY CORPORATE CENTER 
INDIANAPOLIS. IN 46285 
{317)276*2000 


3. REPORTING FACILITY (List all locations wnere animais were noused or used in actual researctt. testing, teac-ning, cr exoenmentation. or neid tor tnese curcoses. Aitacn aociiicrai 
sneeis if necessary ) 


FACILITY LOCATIONSfSifes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AHach additional sheets if necessary or use APHIS fCPM 7Q23A ) 


□. Number of animais upon 
wnicn expenments. 
teacnmg. research, 
surgery, or tests were 
conducted involving 
accompanying pain cr 
distress lo the ammais 
and tor which acprcpnaie 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number ot animais upon wnicn teaching, 
expenments. research, surgery cr tests were 
canduaed involving accompanying pam or distress 
to the animals and for which the use of apprcpnate 
anestheiic.analgesic. or tranquiiiztng drugs wcuid 
have adversely affected the prccecures. resuiis. or 
interpretation of She teaching, research, 
expenments. surgery, or tests. 'An excianaiion cf 
the procedures omducmg pain cr distress in these 
animals and the reasons such drugs were not used 
musf Oe affacned to this reporrj 


TOTAL NO. 
CF ANIMALS 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animais. including apprcpnate use of anesthetic, analgesic, and tranquiiizing drugs, pncr to. ounng. 
and following actual research, leaching, testing, surgery, or exoenmentatron were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Ammai Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary inctudes a bnef explanation of the exceoticns. as well as the soeces and number of animals affected. 

4) The attending veiennanan for this research facility has acprconate authonly to ensure the provision of adeouaie vetennary care and to oversee the adequacy of other 
aspects of ammai care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


/Nn lAiA aeC • a » A I Dnr>t\ I DAT 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 38). which is obsolete 


7NovQl I 

PART 1 - HEADQUARTERS 


































































Page 2 of 6 


ATTACHMENT TO ANNUAL REPORT OF RESEARCH FACILITY 

For the period of October 1, 2000 through September 30, 2001 

Category "E** Experimentation 

Eli Lilly and Company 
Indianapolis, IN 46285 

Registration No. 32-R-0003 


Animals upon which experiments, research, or tests were conducted involving accompanying pain or 
distress to the animals and for which the use of appropriate anesthetic, analgesic, or tranquilizing drugs 
would have adversely affected the procedures, results, or interpretation of the teaching, research, 
experiments, surgery, or tests. 


Species 


Dogs 


Dogs 


Number 
of Animals 


Explanation 


22 


Diabetes Research 


These dogs were used in studies of insulin formulations, | 

I'n 

reveiopment as potential tnerapies lor aiaoetes. in the course of 
the experimentation, the dogs' basal blood sugar was measured 
at intervals over a total time course of thirty hours. The dogs 
were not fed for twelve hours prior to the experiment and for the 
duration of the experiment itself for a total time period of up to 30 
hours. The dogs were under constant observation during the 
procedure, were given free access to water and their blood sugar 
was augmented by intravenous dextrose injections if needed. 

The animals did not show clinical indications of 'distress'. They 
are reported here as required by Policy #11. There are no 
alternative models or experimental paradigms that replace 
measurement of basal blood glucose levels in higher mammals 
over time. Pharmaceutical intervention with sedatives, 
tranquilizers or analgesics would have no effect on the animals’ 
well being but would have invalidated the experimental 
objectives. 


37 


Cardiovascular Research 


These dogs were used in cardiovascular research to evaluate 
potential heart failure therapeutic agents for efficacy in a 
meaningful experimental model prior to committing the 
compound to human testing. Cardiovascular measurement 
devices and pacing electrodes are surgically implanted and 
congestive heart failure is induced. The dogs were treated with 
an experimental compound delivered orally, intramuscularly. 
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Dogs 


Dogs 


Primates 


subcutaneously or intravenously. Congestive heart failure 
potentially results in discomfort due to pulmonary congestion, 
peripheral edema, ascites, anorexia and decreased exercise 
tolerance. The dogs were euthanized if they exhibited severe 
clinical signs or prolonged anorexia. Clinical congestive heart 
failure is a necessary requirement of the model in order to test 
compounds for efficacy prior to human clinical studies. Only 
leading compounds from testing in lower species that are 
possible clinical candidates were evaluated in dogs. 


22 Neuroscience 

These dogs were used in neuroscience research to evaluate 
antiemtic properties of compounds. An emetic agent 
administered intravenously which induced emesis between 24 - 
72 hours after dosing. The dosage was established from the 
literature in combination with experience and was designed to 
elicit mild to moderate periodic emetic episodes. The dogs were 
monitored by videotape. All but one of the dogs did not 
experience severe emesis. One dog had several emetic 
episodes and was euthanized immediately. 

4 Toxicology 

These dogs were used in the early toxicological evaluation of 
drug candidates. In one study the degree of toxicity was 
unexpectedly severe despite regular monitoring. Test compound 
administration was suspended. Despite careful study design, 
supportive care, and adjustments to study protocols, animals in 
toxicology studies used in the evaluation of new drug candidates 
may experience unanticipated events. U.S. and O.U.S. 
regulations and guidelines for animal studies to support human 
clinical trials, specifically 21 CFR 312.23 (a)(8)(ii) and ICH SF4, 
require these studies. 


2 Toxicology 


One animal died following an acute onset of neurologic signs. 
This animal was used in the toxicological evaluation of a drug 
candidate. In this study the degree of toxicity was unexpectedly 
severe. 

One animal was classified as an E because it developed acute 
neurologic signs following administration of a compound. 
Administration of analgesics or tranquilizers would have 
confounded interpretation of the experimental results and the 
monkey was euthanized. 

Despite careful study design, supportive care, and adjustments 
to study protocols, animals in toxicology studies used in the 
evaluation of new drug candidates may experience unanticipated 
events. U.S. and O.U.S. regulations and guidelines for animal 
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Rabbits 


Rabbits 


Gerbils 


studies to support human clinical trials, specifically 21 CFR 
312.23 {a)(8)(ii) and ICH SF4, require these studies 


43 Toxicology 

These rabbits were used in studies to evaluate the teratogenic 
potential of compounds before those compounds are 
administered to women in clinical trials. Doses were selected 
based on data from other species and were designed to 
approach the maximum tolerated dose without causing clinical 
signs of toxicity. Occasionally, the selected doses exceeded the 
maximum tolerated dose. The most common clinical sign was 
anorexia. The production of toxicity in the pregnant rabbit was 
needed to evaluate selective toxicity to the developing fetus. 
Administration of analgesics or tranquilizers would confound 
interpretation of the experimental results; therefore, the rabbits 
were euthanized. U.S. and O.U.S. regulations and guidelines for 
animal studies to support human clinical trials, specifically 21 
CFR 312.23 (a)(8)(ll) and ICH SF4, require these studies. 


34 Cardiovascular Research 

^Tes^abbte were used in studies of compounds that have 

ffi^lBIHIil^^^'vity previously observed in in vitro test 
systems. Compounds were evaluated for oral bioavailability. 

The animal was fasted for a period long enough to assure that 
the stomach is empty and that there would be no interference 
between ingesta and the absorption of the compound. In the 
rabbit, this period was determined to be up to forty-six hours. 
These activities were reviewed and approved by the Institutional 
Animal Care and Use Committee and were obsen/ed by the 
veterinary staff. The animals did not show clinical indications of 
‘distress’. They are reported here as is required by Policy #11. 
There were no alternative models or experimental paradigms that 
could have replaced normal gastric emptying time in the rabbit. 
Pharmaceutical intervention with sedatives, tranquilizers or 
analgesics would have had no effect on the animals’ well being, 
and would have invalidated the experimental objectives as they 
would have effected the gastrointestinal activity. 

6707 Neuorscience 

The gerbils were used in studies of compounds that have shown 
positive results in in vitro screeninc^est^nc^r^tudie^or which 
other rodents cannot be used The 

animals were administered compounds and observed for overt 
behavioral changes involving neurological or motor deficits. 
Following the procedure, animals in distress were immediately 
euthanized. There were no alternative models or experimental 
paradigms available. Pharmaceutical intervention with sedatives, 
tranquilizers or analgesics would have invalidated the 
experimental objectives. 
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ATTACHMENT TO ANNUAL REPORT OF RESEARCH FACILITY 

For the period of October 1 , 2000 through September 30, 2001 

Exceptions to the Regulations and Standards 

Eli Lilly and Company 
Indianapolis, IN 46285 

Registration No. 32-R-003 


1 . Identify the lACUC approved exception to the standards 

Withholding of food (but not water) from animals for a period in excess of 24 hours. 
[Reference; 9 CFR3.54 (a)] 

2. Describe the lACUC approved exception to the standards 


Dogs: 

These dogs were used in studies of insulin formulations, insulinl 

in development as potential therapies for diabetes. 


The 


compounds in question were intended to regulate blood sugar over longer periods of time 
than the now currently marketed therapies. In the course of the experimentation the 
dogs’ basal blood sugar was measured at intervals over a total time course of thirty hours. 
The dogs were not fed for twelve hours prior to the experiment and for the duration of the 
experiment itself for a total time period of up to 30 hours. These activities were reviewed 
and approved by the Institutional Animal Care and Use Committee and were observed by 
the veterinary staff. The dogs were under constant observation during the procedure, 
were given free access to water and their blood sugar was augmented by intravenous 
dextrose injections if needed. The animals did not show clinical indications of ‘distress’. 


Rabbits 

The rabbits were used in studies of compounds that have activity 

previously observed in in vitro test systems. In studies where agents were evaluated for 
oral bioavailability, the animal was fasted for a period long enough to assure that the 
stomach was empty and that there was no interference between ingesta and the 
absorption of the compound. In the rabbit, this period was determined to be up to forty-six 
hours. These activities were reviewed and approved by the Institutional Animal Care and 
Use Committee and were observed by the veterinary staff. The animals did not show 
clinical indications of ‘distress’. 


3. Species of animal used 

Dog 

Rabbit 


4. Number of animals used 


Dog: 22 
Rabbit: 34 
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ATTACHMENT TO ANNUAL REPORT OF RESEARCH FACILITY 

For the period of October 1 , 2000 through September 30, 2001 

Sites and Locations and Listing 

Eli Lilly and Company 
Indianapolis, IN 46285 

Registration No. 32-R-003 


This institution has been designated by the Agency as a single “site". The animal care and use facilities 
within this site designation are in multiple buildings in two locations. 

■ Eli Lilly and Company, Lilly Corporate Center, Indianapolis, Indiana 46285 

■ Lilly Research Laboratories, 2001 West Main Street, Greenfield, Indiana 46140 

■ ELANCO Animal Health, 2001 West Main Street, Greenfield, Indiana 46140 

Any requests for information or access to the site should be made through the Corporate Center location. 


■^his report is reauired Py law (7 USC 2143) Failure to report according to the regulations can 
•estji! 'n an order to cease and desist ana to be subject to penalties as provided for in Section 2150 
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Interagency Report Control No 
0180 00A-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

] I -26-200 rrWBm PRINT) 

1. registration no. customer no. 

32-R-0007 779 

FORM APPROVED 

0MB NO. 0579-C036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

PURDUE UNIVERSITY 

170 YOUNG GRADUATE HOUSE 

WEST LAFAYETTE. IN 47907 
(765) 494-2604 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentaiion. or held for these purposes Attacn additional 
sheets if necessary ) 


FACILITY LOCATIONSfS/fes) 


See Attached Listing 


Provided by USDA 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHioryal sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
axpenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animafs upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such dnrgs were not used 
must be affacfled fo this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 * E) 

4. Dogs 

0 

24 

178 

3 

205 

5 Cats 

0 

12 

140 

0 

152 

6. Guinea Pigs 

0 

0 

403 

0 

403 

7. Hamsters 

0 

0 

290 

0 

290 

8. Rabbits 

0 

43 

25 

0 

68 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

13 

0 

13 

1 1 . Pigs 

0 

0 

85 

0 

85 

12. Other Farm Animals 






Cattle 

0 

0 

7 

0 

7 

13. Other Animals 






Gerbils 

0 

0 

42 

0 

42 

Horses 

0 

0 

51 

0 

51 







ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranguilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of othe' 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that th e above is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C.E.O. OR JNSTITUTIONAL OFFICIAL avpe or Print) 


SIGNATURE OE C.E.O. OR INSTITUTIONAL OFFICIAL 


APf 


(AUG 91) 


DATE SIGNED 

>'Ui 


ADQUARTERS 




































































This fepori is requireo by -aw (7 USC 2143) Failure 10 report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided tor in Section 2*50 additional intomiation 0180-DOA-AN 

UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. ~ 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 32'R-0007 779 FORM APPROVED 

0MB NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

PURDUE UNIVERSITY 

170 YOUNG GRADUATE HOUSE 

WEST LAFAYETTE. IN 47907 


(765) 494-2604 


1 REPORT OF ANIMALS USEO BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching. | 
research, 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs 

D. Number of animals upon 
which experiments, 
teaching, '■esearch. 
surgery, or tests were 
conducted involving i 

accompanying pain or 
distress to the animals j 

and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. 

E. Number of animais upon which leaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress i 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures pmducingpam or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO , 
OF ANIMALS 

(Cols. C + 

0 + E) 

i 


0 

69 

Q 

0 




0 

40 

0 

0 

40 

Fox Squirrels 

0 

16 

0 

0 

16 

Short tail Shrew; 

5 0 

62 

I 

1 ® 

0 

62 

Masked Shrews 

0 

3 

1 ■ ■ 

! 0 

0 

3 



ASSURANCE STATEMENTS 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and Iranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


ft.1 A T1 IOC /^C C O r\C> lAJCTITr ITf/MJ A I 


sr 


AP I 11^ I Vi/ixiei 
(AUG 91) 


UA&JC a Tm B r^C E r\ <^0 IUCTITI AI /^CCff^lA^ rri/r\A Orinfi 


veil 




DATE SIGNED 


HEADQUARTERS 






















































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 
Customer Number; 
Facility; 


32-R-0007 

779 

PURDUE UNIVERSITY 
170 YOUNG GRADUATE HOUSE 
WEST LAFAYETTE. IN 47907 
(765) 494-2604 


ALL CAMPUS SITES 
ALL CAMPUS SITES 
WEST LAFAYETTE. IN 47906 


Column E Explanation Form 


1. Registration Number: 32-R-0007 

2. Number of animals used in this study: 3 (5 Column E) 

3. Species of animals used in this study: Dogs 

4. Explain the procedure producing pain and / or distress: 


(b)(4) 


5. Provide scientific justification why pain and or / or distress could not be relieved. State 
methods or means used to determine that pain and / or distress relief would interfere 
with test results: 


(b)(4) 
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EXCEPTIONS TO REGULATIONS / STANDARDS 


EXERCISE FOR DOGS 


1. Registration Number: 32-R-0007 

2. Number of approved protocols with exemption: 7 

3. Number of animals used in these protocols this reporting period: 74 

4. Species of animals used in this study: Dogs 

5. Explain the Exemption: 

Certain protocols approved by the lACUC include a recover>^ surgical procedure in 
dogs. Following completion of the surgical procedure, it is necessary to confine the 
dogs by housing in a recovery cage until post-operative recover\' is adequate to allow 
the dogs to be safely moved to regular housing. In each project, the recover}' period is 
not expected to exceed three days. 

The dogs are exempt from the usual exercise requirements for this tliree-day recovery 
period. Daily human contact and nursing care is provided during this period. 

Prior to surgery and after the three-day post-operative recovery period, dogs are 
exercised in accordance with the routine standard operating procedure for exercise of 
dogs. 
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2001 ANNUAL REPORT OF RESEARCH FACILITY 

Schering Plough Animal Health Corp. 

2458 N. Chamberlain St. 

Terre Haute, Indiana 47805 

Registration No; 32R0023 

Column E Entries 


I. Dogs: 

A total of 49 dogs are listed in column E. 


II. Cats: 

A total of 57 cats are listed in column E. 





